ETag: "60f14380be0eab2d734a64d7e7789fe5"
accept: */*
authorization: LOW D7JBDnum0KwPVX5x:REDACTED_BY_IA_S3
content-length: 12045569
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.21.7 (x86_64-unknown-linux-gnu) libcurl/7.21.7
x-amz-auto-make-bucket: 1
x-archive-meta-date: 1853-07-30
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-title: Scientific American Volume 08 Number 46 (July 1853)
x-archive-meta01-collection: scientific-american-1845-1909
x-upload-date: 2012-02-13T03:31:42.000Z
